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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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1. Scope — This standard covers the requirements of wrenches for retaining screw for milling arbo 
used for tightening or loosening the retaining screws in accordance with IS : 8521-1977 'Ratain ing 
screw for milling arbors'. 

2. Dimensions — Shall be as given in Table 1 . 
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TABLE 1 DIMENSIONS AND TORQUE REQUIREMENTS OF WRENCHES FOR 
RETAINING SCREW FOR MILLING ARBOR 

( Clauses 2 and 7.1 ) 

All dimensions in millimetres. 
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Note — For retaining screws, see IS : 8621-1977. 

♦The designating size corresponds to the diameter of the arbors. 
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3. Material — Shall be any suitable steel, meeting the requirements laid down in 5 and 7. 

Suitable Example : 

T50Cr 4V 23_of iS : 3749-1978 'Tool and die steels for cold work ( first revision)'. 

15Ni2Cr1MoTj>3nd 17 Mn 1Cr95of IS : 4432-1967 'Case hardening steels'. 

4. Manufacture, Workmanship and Finish 

4.1 The wrenches shall be neatly forged, fabricated or machined; and shall be free from cracks, 
seams, burrs, scales and other surface as well as manufacturing defects. 

4.1.1 The sharp edges of the handle shall be rounded off so as to have an easy grip. 

4.2 The wrenches maybe given suitable anticorrosive coating to avoid rust. 

5. Hardness 

For Wrenches, Sizes 16 to 32 40 HRC Min 

For Wrenches, Sizes 40 to 60 35 HRC Min 

6. Designation — Wrench of designating size 22, used for retaining screw of size M10, shall be 
designated as : 

Wrench 22 — M10 IS : 11379. 

7. Test 

7.1 Torque Test — Wrenches shall meet the test torque values specified in Table 1. 

7.2 Crack Detection Test — If desired by the purchaser; the wrenches fabricated by welding may 
be tested for detecting crack in accordance with IS : 5334-1 981 'Code of practice for magnetic 
particle flaw detection of welds (first revision)' or IS : 4260-1976 'Recommended practice for ultra- 
sonic testing of welds in ferritic steel (first revision)'. 

8. Marking 

8.1 Wrenches shall be clearly marked/stamped with designation and the manufacturer's name, or 
recognized trade-mark. 

8.2 IS/ Certification Marking— Details available with the Indian Standards Institution. 

9. Sampling — Shall be as specified in IS : 6131-1980 'Technical requirements for hand operated 
wrenches ( spanners ) and sockets ( first revision )'. 



EXPLANATORY NOTE 

While preparing this specification, considerable assistance has been taken from DIN 6368 : 1962 
Spanners Tor shell end mill arbors, issued by the Deutsche Institut fur Normung. 
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